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“And when the day of Pentecost was fully come they were all with one accord in one place..” Acts 2:1. “And they were all filled with the Holy Ghost and began to speak with other tongues as the Spirit gave them utterance.” Acts 2:4 








GOD [S TRULY POURING OUT HIS SPIRIT ON THE CHURCH OF GOD 





A SKETCH OF PAUL’S WORK IN 
MACEDONIA AND ACHAIA 





Paul Lived a Consecrated Life, We Should Study 
The Course He Pursued and Follow in His Steps 





E. L. Simmons. 


Sailing up the Gulf of Salonica, we 
beheld on our left the mountains Pe- 
lion, Ossa, and Olympus. Mt. Olympus 
is 9800 feet above the sea level and 
is snow capped. The Greeks of old be- 
lieved this to be the home of the gods. 
Across the mountains to our right 
lies a peninsular the end of which is 
Mt. Athos with its peak 6349 feet 
above sea level. This is the seat of 
Greek Monasticism and no woman, 
not even the queen of Greece, has 
been allowed to go there for the 
monks there are said to be too holy 
to look upon a woman. 


We were able to behold the field of 
Paul’s missionary efforts in Europe. 
Approximately seventy-five miles to 
the right was Philippi where he and 
Silas were imprisoned and where such 
marvelous success resulted from it. 
It is presumed that my readers are 
well acquainted with this passage, but 
I am sure that it will be a help should 
they read it again and picture them- 
selves upon the place of action. 

Paul wrote an affectionate letter to 
the Philippians in which he assured 
them of his prayers and exhorted them 
to unity and humility. He also warn- 
ed them of false teachers. We wonder 
if he did not, in some measure at 
least, see the apostasy. of the church 
when real devotional Christianity 
would be substituted with the ritualis- 
tic religion of the Greek orthodox 
church. Perhaps this is what he had 
in mind. 

From Philippi Paui passed thru Am- 
phipolis and Apollonia and came to 
Thessalonica which is now known as 
Salonica. We went ashore in this city 
of about 60,000 population for about 
four hours and saw many interesting 
things. 

Over the road that Paul, in all 
probability, entered the city of Thes- 
salonica is the arch of Victory erected 
by Alexander the Great about 330 B. 
C. Perhaps Paul stopped as we did 
and admired the carvings of Greek 
art. Or was it something of greater 
interest that brought him to this 
place? Surely it was something of 
greater interest than that for Paul 
was preaching the Gospel of the Son 
of God. 

Here Paul entered into a synagogue 
of the Jews and began to preach that 
Jesus was the Christ. This did not 
suit the Jews at all. It seems that 
persecution awaited Paul at every 
place. When there was a_ prophecy 
given in his behalf it was that bonds 
or trouble and sorrow awaited him. 
The Jews therefore gathered certain 
lewd fellows together and assauited 
the house of Jason that they might 
capture Paul. However, it was not 
the will of the Lord that he be ap- 


prehended at this time so the plans |, 


of his enemies were fruitless. 

Our guide took us to an old church 
in which it is said that Paul preach- 
ed. I say an old church, it is only 
the part vw. an old church which has 
been buried for many years and is 
now being excavated. Yet there it is 
very plainly. No evidence is given 
that it is one of the early Greek 
churches for it is lacking in orna- 
mentation. I am of the opinion that it 
was a Jewish synagogue and it may 
be the one that Paul used on the oc- 
casion of his missionary visit. 

Just a short distance to the east of 
Salonica is the ancient site of Berea. 
To this place Paul cohtinued his jour- 
ney. He had many good things to say 


of the people there and counted them | 


more noble than the people of Thessa- 
lonica because they searched the 
Scriptures daily to find out whether 
the things taught by Paul be true. 
Suffice it to say that it is believed 
that Paul set a church in order at 
Berea at this time, this giving him 
three churches in Macedonia, , 

If, Paul had been of the weak-kneed 
type, he would no doubt have return- 
ed to Jerusalem after his imprison- 
ment and cruel treatment in Philippi. 
But he was not of that type. His vis- 
ion of a man from Macedonia, saying, 
“Come over and help us,” was con- 
stantly before him: 

Having thus accomplished his work 
in Macedonia, Paul set sail for Athens 
and after disputing daily in the 


market place for some time, deliver- 
ed his great sermon, “TO THE UN- 
KNOWN GOD,” on Mars’ Hill. 

Paul was also at Corinth on this 
trip and it is presumed that his larg- 
est church was at that place. It was 
only a short distance from Athens. 
The trip was made in a very short 
time, The wonderful persons, Aquila 
and Priscilla, 1ived at Corinth. They 
were former friends and acquaint- 
ances of Paul and no doubt paved the 
way for the work of Paul at this time. 
These churches which we have 
mentioned are referred to in the Bible 
as the Churches of Macedonia and 
Achaia both of which formed Greece. 
In Paul’s letter to the Romans he 
boasts of the hospitality of these 
churches. He speaks of their offerings 
for the poor saints at Jerusalem, that 
it was not lacking but very bountiful. 
As we look out over the brown 
hills and think of the superstition of 
those millions duped with Greek 
Catholicism and Monasticism, our 
hearts swell within us and our eyes 
are wet with tears. 

Has Paul’s Gospel been forgotten? 
Is this the land in which he suffered 
so much and went thru such hazard- 
ous places to establish the Church of 
God? And is there no trace of it now? 
Yes, this is the very place and all that 
deep consecrated work and success in 
devotional Christianity is now sub- 
stituted with cnurchanity and ritual- 
ism. May God help us as we pass along 
life’s pathway looking for something 
to do for the Master to remember 
these priestridden countries. 





Twenty-six Receiv- 
ed The Holy Ghost 


PALMER, Tex.—The Lord has been 
saving souls and filling them with the 
Holy Ghost. Twenty-six have been fill- 
ed with the Holy Ghost and 16 were 
baptized Sunday, August 24, by our 
state overseer, Brother Williams. 

By the help of God we will set a 
church in order. We have started a 
work for the Lord. By His help we 
mean to go on. Pray that we will hold 
out to the end and keep climbing in 
our work for the Lord. God has won- 
derfully blessed our home. Five re- 
ceived the Holy Ghost and one was 
saved. Two more are out, a brother 
and sister. Pray for them to receive 
the Holy Ghost. I praise Him because 
He keeps the joybells ringing in my 
soul. My desire is to go on with 
Jesus. Pray that I will do something 
for the Lord.—Larillian Springer, Bx. 
103. 


FOUR JOINED THE 
CHURCH 


McCOLL, S. C.—A few weeks ago 
Brother Boyd McColl came along and 
we started a meeting. The interest 
was not so good at first, but it began 
to grow. The last week was a wonder- 
ful success. The meeting continued for 
two and one half weeks. About seven 
or eight were saved, some sanctified, 
and three filled with the Holy Ghost. 

Then- Brother H. L. Whittington 
and family came to see their relatives, 
We started a meeting again. We began 
on August 16 and continued thru the 
25th. We had a wonderful time. Broth- 
er Whittington did some good preach- 
ing. Several were blessed. The inter- 
est was good. The last Sunday was a 
great day. We had all day service and 
dinner on the ground. The adjoining 








the good things of the Lord. Four 
joined the church. The Lord was there 
in great power. One night the power 
fell and Brother Whittington and his 
two little daughters had an old time 
dance, they had help too. The last 
night the church was full and the al- 
tar was almost full. We hated to 
close but Brother Whittington’s time 
was out. They started for Chatta- 
nooga, Tenn. Monday. Brother Whit- 
tington has many friends here and a 
great influence. We welcome him back 
again.—Sincerely yours, O. H. Tolli- 
son. 


churches came and helped us enjoy |: 


Dividing Ridge On 
The Mountian Top 


The greatest revival that has ever 
been held: at Dividing Ridge was con- 
ducted by Brother A. Gann of Atlan- 
ta, Ga. Brother and Sister A. Gann 
came to our rescue and stayed two 
and one half weeks. The result was 
fifty-seven filled with the Holy Ghost, 
a good number saved and sanctified, 
thirty-nine came into the church and 
others to come yet of the fifty-seven. 
They were from ten years of age to 
seventy-six years of age; bootleggers, | 
drunkards, moral men and a school | 
teacher all got the Holy Ghost alike | 
and talked in tongues as the Spirit 
gave utterance. The crowds were very 
great, coming from a great distance. | 
The house was filled to overflowing. 
The windows were removed and peo- 
ple stood at all the windows’ with 
tears in their eyes as the great power 
of God was manifested. Brother Gann | 
didn’t get to preach but very little. 
There wasn’t much singing, but the 
best altar work and the most praying 
that every was heard. Tongue, pen and 
time would fail to tell the wonderful 
works of God. As many as forty-two 
were in the altar at one time. Hard- 
hearted sinners would walk up and 
look on with tears running down their 
cheeks. There wasn’t any disturbers 
at all but God was on the scene with 
full charge. Fifty-five young men and 
girls stood on the rostrum on_ the 
closing night and sang, “I am on my 
way to Canaan Land,” and it seemed 
that we could hardly stay there. If 
time lasts 50 more years, this revival 
will be fresh to some of our memor- 
ies. Brother Rickerson and _ family 
with others from Atlanta visited our 
meeting. Many, many thanks to Broth- 
er and Sister Gann. We give God all 
the glory.—J. T. Penny, Hixson, Tenn. 


New Church in Phenix 
City, Ala. 


The Lord has been blessing us. We 
have been able up to the present to 
keep all the members we started with 
except one. Have gained eight new 
ones since we started this year. We 
have a good Sunday School. The 
crowds are increasing. Praise the 
Lord! We have a new church building 
28x40. Brother McLain, our overseer, 
was with us just after we finished it. 
We people of Phenix City appreciate 
our Overseer. He believes we do. We 
gave him a new suit this year. We 
want to do our best until the Assem- 
bly. We are trying to be loyal to the 
Church of God.—M. G. Barfield, pastor. 


GOOD REVIVAL IN 
KNOXVILLE, TENN. 


The Church of God in 
Tenn. has recently closed a succgss- 

















Knoxville, 


ful revival, conducted by our pastor, 
Brother W. D. cnilders. The church 
was greatly blessed and is good 
working order. Some were saved and 
sanctified, and four received the Holy 
Ghost. There was a good attendance 
during the entire meeting and a num- 
ber in the altar each night crying 
out to the Lord. Some lay under the 
power for hours and received the 
Holy Ghost heard them 
“speak with other tongues.” We feel 
that faith has been established which 
will last until Jesus comes. 


in 


for we 


The music was directed by our 
chorister, Brother Ernest Stanton, 
and his assistant, Brother Welch, 


while sister Mary Frances Estes was 
faithful to ner uty at the piano. Also 
the good singing rendered. by our 
choir was enjoyed by all. 

Each member seemed to stand in 
their place and do their best. 
Lord was with us and His Spirit was 
working. The closing night’ twenty- 
four were in the altar crying out for 
the Lord to have mercy. 

The whole church seems to love and 
appreciate Brother and Sister  Chil- 
ders for they are faithful in their 
work and prayers in behalf of the 
church. We feel that eternity alone 
will tell the good that has been ac- 
complished. 

May we work, watch and pray un- 
til Jesus comes for it surely will not 


. Word. Eighteen were saved, nineteen 


The; 


18 Saved, 19 Sancti- 
fied, 16 Receive 
Holy Ghost 


MONCLO, W. Va.—I want to sound 
a note of praise thru the Evangel for 
a meeting that is being conducted by 
Brother and Sister R. A. Fieldin of 
Ill. and which has been in progress 
for five weeks. The Lord blessed 
Brother Fieldin in giving out the 





sanctified, sixteen received the Holy 
Ghost, seventeen added to the church 
and nine baptized in water. We had 
a home coming on Sunday ,Sept. Ist, 
and Brother and Sister E. O. Sells 
preached wonderful sermons. Dinner 
was spread and was enjoyed by both 
saint and sinner. After dinner Broth- 
er J. L. Goins preached with great 
power. We then went to the river bank 
where they had a nice baptizing and 
on Sunday night Brother Fieldin was 
going to close the meeting with hand- 
shakes and goodbyes but the Lord’s 
power was great and He sent convict- 
ing power so he gave.an altar call 
and four were saved. It seemed that 
men and women turned God away ‘un- 
til the last sermon and that the Lord 
needed Brother and Sister Fielden 
here longer so they are going to stay 
another week. 

During this meeting a Methodist 
sister received the Holy Ghost, and a 
Baptist minister saw light on _ the 
dear old Church of God and was add- 
ed to the church. I praise God for His 
church here. We have a good band of 
saints, all in unity and love, also a 
good pastor, Brother Sutherland, who 
stands foursquare for the Church and 
feeds the flock with good messages. 
Pray for us that God will continue to 
bless.—Your. humble brother and sis- 
ter in Christ, Mr. and Mrs. Severe 
Scott. 


New Building Starts 
- 10 Join Church 


On August 11th a. revival started 
one mile north of Ooltewah, Tenn. 
with Brother Charlie McGowan in 
charge, Brother O. J. Lawson and 
others assisting. 








There were some real soul stirring 
messages given out from time _ to 
time, and the meeting was attended 
by hundreds and even thousands of 
people. 

Brother and Sister Weaver of Wal- 
bridge, Ohio were there one night and 
Sister Weaver preached a wonderful 
sermon that war enjoyed by all. 

The revival continued for three 
weeks, closing about Sept. 1st. Sev- 
eral were saved, several sanctified 
and filled with the Holy Ghost, 
fourteen were bapt:zed in water, and 
ten came into the Church of God. 

They are building a new church 
building near where the arbor meet- 
ing was. The lumber is on the ground 
ready to build a nice little building. 

Please pray for God to continue to 
bless His work at Mineral Park and 
Ooltewah. Your brother, J. R. Little. 


A Loyal Band 





LIVE OAK, Fla.—Dear Evangel 
readers: I am praising God for fuli 


and free salvation. I am glad I am a 
member of the Church of God and for 
its teachings and government. I want 
to thank the good Lord for the good 
meeting we have had here. Brother 
Sam Duckwerth and our pastor, Broth- 
er S. W. Kerce. opened fire on the ene- 
my the fourth Saturday night in June 
ang tue meeting closed on Wednesday 
night after the second Sunday in Jury. 

Eleven were saved, three of the 
number sanctified, four received the 
Holy Ghost, eight followed the Lord 
in water baptism, eight were added to 
the church and one has been added 
since. All are young people. We. have 
prayer service twice a week and a 
young people’s meeting every Friday 
night. They do not mind to lead ser- 
vices and the Lord surely blesses 
them. We thank the Lord for such a 
loyal band of young people. 

We also have a good Sunday School. 
We ask an interest in the prayers of 
the saints that we will continue to 
press on and be a bright and shining 


WORK FOR THIS 


S. W. Latimer, 


The convention at Marked Tree, 
Ark. convened July 26-28. Brother 
Jesse Danehower met us at the sta- 
tion and took us to a comfortable 
room. The first service of the conven- 
tion had been held before I got there. 
This convention was held in the public 
school building. It was very large and 
at the night services the place was 
filled with people. This convention 
was more than a success. The speak- 
ers seemed to be filled with enthu- 
siasm and gave their messages with 
power and unction. Many interpreta- 
tions were given along the line of en- 
couragement to God’s people. We feel 
sure that God is putting His approval 
on the work of the church in Arkan- 
vas. We spent a couple of days in 
Brother Danehower’s home after the 
convention. We enjoyed the rest and 
the conversations on the Bible along 
the line of the church and its future. 
Brother Danehower is truly a man 
of God. He loves the church and has 
made a great sacrifice to serve her. 

From this place we went to Weath- 
erford, Tex. This was my first trip 
to the Lone Star State. Many of my 
kinsmen went to this state years ago 
to make it their home. I had always 
longed for a trip to the state. Strik- 
ing it at a time when there was an 
awful drouth I am sure my estima- 
tion of its products and its climate 
was not fair on account of the ex- 
treme drought and dust. I believe it 
was the hottest place I was ever at 
in my life. We were entertained in 
the home of J. C. Jernigan. We en- 
joyed the association of the Texas 
preachers and can truly say that 
they are loyal to the Church of God, 
and some of -the best talents in the 
church we met at this camp meeting. 
The Bible readings at the 9:00 
o’clock services were the most inter- 
esting to me. I believe they asked 
more questions on the Bible than at 
any meeting I have attended this 
year. We found that the Texas preach- 
ers are thorough Bible scholars. We 
discussed at length many interesting 
Bible questions in the services at 11:00 
o’clock and at night the altar was 
filled with earnest seekers. Many wept 
their way to Calvary. I received a let- 
ter from the pastor since I left, stat- 
ing that the meeting held good to the 


end. The reports from the district 
overseers were just fine. It was an 
inspiration to be there and see the 


mareh and hear them tell how God 
blessed them. I am sure there is a 
great future for the Church of God 
in Texas. 

Our next convention convened at 
Kansas City, Kans. This was a two 
state convention. We were entertain- 
ed in the home of the State Overseer, 
F. R. Harrawood. The work in these 
two states is in its infancy. We had 
several visitors from the two states. 
We met one elderly gentleman from 
hundreds of miles away who is not a 
member of the church. Noticing the 
advertisement in the Evangel’ he came 
to visit the convention. His testi- 
monies were inspiring. He told us of 
how God had healed many people thru 
the prayers of the folks in the town 
in which he lived. He told me that at 
the same hour we have our prayer in 
the Evangel Office that he and a few 
faithful ones in his town meet and 
pray. This would be a good sugges- 
tion for our people all over the states 
and on the islands of the sea. We 
have our prayer at 8:30. Think of 
this man who is not a member of the 
church engaging in prayer at the 
same time we pray. I am sure that if 
our people who have the time would 
pray at this hour much good would 
be done. 

Brother Harrawood put forth every 
effort to make this convention a suc- 
cess. The reports from the district 
overseers were fine. The fellowship 
and unity of the convention was ex- 
tra good. We learned to love the peo- 
ple in these two states. They showed 
their loyalty to the church by their 
contributions to the convention, The 
expenses of this convention were 
raised with the least effort of any con- 





light for Jesus.—Your sister in Christ, 





be long.—Grace McLain. 








Annie Meeks. 


vention I have visited. 
Our next convention was in Logan, 





FINAL REPORT OF MY CONVENTION 


ASSEMBLY YEAR 


ss 


These Conventions Have Been a Blessing to the 
Cause. Let Us be True and Loyal to the Church 





General Overseer 


W. Va. We took with us from the Or- 
phans’ Home Brother Blair’s two lit- 
tle girls. Brother Blair met us at the 
train and was overjoyed with having 
his two little girls with him during 
the convention. This convention open- 
ed with the usual order. Brother E. C. 
Clark, State Overseer, in charge. I 
haven’t words to express my appre- 
ciation for Brother Clark’s work as an 
overseer. People were there from all 
over the state. Instead of having the 
usual march and reports from each 
church the district overseers read a re- 
port of the worx in each district, tell- 
ing of the revivals and of the souls 
saved, sanctified and filled with the 
Holy Ghost, giving a report of the fi- 
nancial standing of each district, tell- 
ing how much each pastor had receiv- 
ed, how much had been sent to the 


state overseer, how much. sent to 
headquarters, also the amounts’ con- 
tributed to the orphan’s home and 


boys’ home. Then in turn the state 
overseer gave a state report of the 
work in general, giving the amount 
that the state had sent to headquar- 
ters, the amount the state overseer had 
received in tithes and offerings, giv- 
ing his mileage and his expenses in 
the work and how much he had re- 
ceived above his expenses. In fact, I 
believe this was the best financial re- 
port made in all the conventions I 
have visited this year. The North 
Carolina convention was next in giv- 
ing a complete report. I must say 
that Brother Clark has proved to be 
a real state overseer. This convention 
was more than a success. Brother J. L. 
Goins of Illinois was there to start a 
revival immediately after the conven- 
tion. He did some good preaching. 
Brother R. A. Fieldin was _ present 
and gave a wonderful message on the 
church. Most all the preachers in the 
state of West Virginia were present. 
Brother Sells the pastor, entertained 
us in his home. We certainly enjoyed 
the good hospitality of Brother and 
Sister Sells. 

Our next convention was at Cleve- 
land, Miss. We were met at the train 
by Brother Culpepper and _ Brother 
Grant Williams. The Mississippi peo- 
ple gave us a real hearty reception. 
We had the pleasure of being in sev- 
eral of their homes. We were con- 
vinced beyond a doubt that these peo- 
ple certainly love the Lord and the 
church. The district overseers 
failed to come. This hindered the 
reports of the work but God’s power 
was present in every service, espe- 
cially the evening services. The peo- 
ple seemed to be interested and the 
altar was packed with seekers. Missis- 
sippi is a ripe field for laborers. We 
met Brother and Sister J. B. Cole. 
Many of the Mississippi preachers 
were there. Cotton picking time was 
on in Mississippi and those who know 
the importance of the gathering of 
this crop can sympathize with the 
State Overseer, for it is of such im- 
portance that people who raise cotton 
can hardly spare the time. The 
drought was on and the cotton had 
opened prematured, therefore neces- 
sity demanded the gathering of this 
crop. But in spite of this hindrance 
there was a good number of people 
out at the day services and the Lord 
put His approval on the services. The 
house was filled at night, and when 
it came to finance there was no lack. 
I am sure that Brother Culpepper has 
done his best in Mississippi this year 
for which we thank the Lord. 

I want to say to the church at large, 
I have given an account at different 
times of my work out on the field. To 
say that I have enjoyed it would be 
puiting it mild. I am only sorry that 
the season has closed and I have to 
stay in the office and work now until 
the Assembly. When I sit down and 
study about the work and how God 
has blessed my mind runs back to the 
many places of meetings. I can see 
the people as they lay prostrate under 
the power of God and as they shouted 
the victory. This has been the greatest 
year of my life and I feel that I have 
done my best. I wish to take this op- 
portunity. to thank the overseers and 





their co-workers for the splendid 


(Please Look On Page Two) 
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\ revival will begin on the 26th of 
> ember. This will be on Thursday 
light before the 5th Sunday. We also 
expect the siate Sunday School con- 
vention on the 5th sunday. There will 


services ana dinner on the 
ground Marks will be 
in charge of We 
prayer of the saints in behalf 
also invite our broth- 
and sisters over to help us——Hum- 
bly, D. W. Mills, Lenox, Ga. 

Our darling baby took sick and we 
trusted God thru it all. We loved him 
so well but God took him home. When 
he died they put my husband under 
a $2,500.00 bond to be tried in Octo- 
ber. Please pray earnestly that God 
will deliver him. Also pray 
I have been suffering from chills and 


be all day 
Brother =. Ti. 
the revival services. 
request 
of this revival, 
ers 


pastor, 





if nothing else, a postal card telling 
where you are this week. | 
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EDITORIALS: 





We want to thank 


our many cus- | 

tomers for your cash orders for liter- | 
ature. This is worth much to the Pub- | 
lishing House and we want you to| 
know it is appreciated. 
To those who owe the Publishing 
House, please settle your account not | 
later than October 10 so the books | 
may be cleared for the auditor's re- 
port. We have accounts that have 
been carried for years and we would 
like to get this all cleared up as| 


quickly as possible. We thank those | 
who have responded already. 
| 

We have a nice little song book | 
just off the press named ‘Assembly | 
Songs.” We expect to use it the com- 
ing Assembly. Order a supply of them | 
now and we will sing. They are only 
20ce each or $2.00 per dozen, shaped | 
notes. Order of the Church of God 
Publishing House, Cleveland, Tenn, 
O—- 

We have received this 
subscriptions and renewals for the 
Church of God Evangel. This is fine. 
We are glad to know that the paper 
is appreciated and so many are work- 
ing ha.d to get it into the homes of 
the people. 
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After printing this paper each week, 
we gather around it and pray over it, 
asking Lord to inspire its pages 
a sets: to many. 


Men Caused To | 
Wonder | 
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and make it 











PRATT CITY, Ala.—Our revival be- 


gan at Pratt Citv August 3d _ with 
Brother Few aulk in charge. The 
Loid met wiih us at the beginning, 
the church being filled most every 
service. Deothcy Paulk did some won- 
‘derful preaching in his usual manner 
of quoting cuapt and verse. Men of 
influence were caused to wonder. The 
good accomplished in this meeting 


will not be knuwn until the judgment 


day reveals it. Thirteen were saved, 
eight wut wi.cd, four filled with the 
Holv het eleven added to the 
church, and s_-ven baptized in water. 
We ovserved tie Lord’s Supper and 
feet woch’rg “unJay night. The build- 
ing woud noi accommodaie the peo- 
ple. We appreciate the attitude of the 
city po... l.e were present at 
eves» servire, a sthough they were not 
ened pon by the church to do so. 


The ocdvr was good. The saddest part 
of this meeiing was the time to say 
gond-b_e a t people here love 
Brothe: Paul. ond his family. Pray 
much that tiose who come in this 
campaign wiil be kept until that day 
in nen He wilt say, Well done. 
Your humble servant, W. W. Harmon, 


Final Report of My 
Convention Work 


(Continued from page one) 
work they have done and for the kind- 
ness shown me while among them. We 
haven't had an unpleasant convention 
this year. Peace and harmony has 
prevailed. If there were any who were 
dissatisfied they never said anything 
about it Quite often we sing in our 
closing service, “Where He leads me 
I will Follow” Surely we are close 
to the eoming of Jesus. May God help 
us to be faithful and do our best for 
the I.ord and for the upbuilding of 
the Church of God. We are soon to 
mect at the greatest Assembly in the 
history of the church. I am sure that 
thousands will be there to rejoice and 
take a part in this great Assembly. 
1 earnestly request prayer of all that 
I may be just what God would have 
me be and to fill the place that would 
be pleasing to Him while I remain in 
this world. With best wishes for all in 
the Master’s work and hoping to see 
all of you at the 24th Annual Assem- 














for me Aas | 





T. M. MeClendox, pastor 


Notice to all the Chureh 
Sunday Schools in Georgia: 
Sunday School 
vene 
nine 


of God 
The state 
conven will 
the fifth Sunday in Sept. 
south of Tifton, Ga. 
and Macon Highway 
at Union Grove Church of God 
Sunday School will 
send delegates written report 
the condition of your school. 
reports to D. W. Mills, Lenox, 
Come on, pusiors and superinten- 


tion con- 
about 
on the 
No. 7, 
. Every 
required to 


niles 


Valdosta 


be 
ora 
stating 
Send 
Ga. 


| denis, let’s make this the best conven- 


| 





fever for four weeks. My body is get- 
ng very weak and I can’t attend 
church as I would like to. I want to 
trust God and live for Him.—Mrs. 
Wilson Sharp, Madisonville, La. 

if anyone knows the whereabouts 
of H. R. Ballard, please write Wm. J 
Elliott, Duncon, W. Va. at once. Or if 
he sees this we would like for him to 
write. We need him, God needs him. 
There is an unfinished work for him 

» do at the request of many. Last 

ard of somewhere in Kentucky or 
rennessee.—The Elliott family. 

I would like to get a home with 
some Church of God people who need 
someone to work around the house. 
Would work for a small salary. Any- 
one desiring help, please’ write me. | 
Will be ready immediately after 
Christmas.— Mrs. L. C. Freeman, 
Gloster, Tenn., Rt. 5. 

To the membership of the Church 
of God at Lannius, Tex.: We will have 
a home coming Sept. 29th. We want 


every member present that day. Will 
call the church roll. Please be present 
to answer. If it is impossible for you 
to come, write without fail to W. G. 
Bridges, clerk and treasurer. Send 
your tithes and camp meeting dues to 
him. We will also have a dedication 
of the church property on that date. 
All neighboring churches and minis- 
| ters in the district are especially in- 
vited. Come on, friends of the King. 
Let’s make this a high day in Zion.—- 


| 
| 
| 
| 
! 
| 








|and returned to the General 


tion the 


Over The Top 





state has ever nad—J. W. | 
Buchan, state Sunday School Supt., 
Ambrose, Ga. 


oe 

We expect to have dedication service 
at North Chattanooga - Sunday, 
22. Brother S. W. Latimer, 
eral Overseer, 
tion sermon. 
day service. 


Sept. 
our Gen- 


We expect to haye 
We invite our 
churches to come over 
blessings with us.—H, L 
pastor. 


neighbor 


—_o—> 2 

foliowing are the addresses of 
the state officials of 
God Young People’s Endeavor 
state of Florida: 
President, P. W. 


The 
of the 


Chesser 
Box 311, Largo, 


Vice-President, Ralph Tedder 


1128 N. E. 2d Ave., Ft. J.auderdale, 
Fla. 
Second Vice-Pres., Evelyn Waldron 


1016 
Fla. 
. & Treas., David Lemons 

502 Riverside Ave., Jacksonville, Fla. 


East 10th St., Jacksonville, 


See 


I am yours for greater encourage- 
ment of young people. — David | 
Lemons. 





SPECIAL NOTICE 

I will ask ali the church clerks to 
please remember that all the annual 
report forms should be filled out soon 
Secre- 
tary’s office in the next few weeks, 
in order to give sufficient time to 
make the statistical report for the 
Assembly.—S. W. Latimer, General 
Overseer. 

oe 

To the Church at large: This is to 
notify you that D. B. Byrd is no long- 
er a minister in the Church of God.— 
H. B. Simmons, cverseer of Va. 








REQUESTS 








Mrs. Mattie Lunsford, 2133 Rose 
Ave., Knoxville, Venn. asks the sin- 


cere prayers of all the children of God | 


that He will bring to light the hid- 
den mystery of the whereabouts of 
Effie Glenn Lunsford, her daughter, 


who left home on the 16th day of Au- 
zust, 1929 and has never been heard 
of since. Her father who is in the 
T. B. Sanitarium is so worried about 
her it is feared he can’t live unless he 
gets some news of her safety. Pray, 
wid if it is God’s will He will bring 
ier back safe to mother. 

I ask special prayer of every one 
‘or my two unsaved sisters and two 
unsaved brothers and their families. 
I am now in Augusta ‘at my old 
ome, was called home on account of 
sickness. I have one brother and one 
who are in bad health. I don’t 
ask God to heal them unless it is best 
(His will), but I’m pleading with Him 
to save, sanctify and fi.l them with 
His Spirit. One of my brothers is ad- 
dicted to the snuff habit. He is try- 
ing to quit. Please pray with me that 


»sler 


God will deliver him at any cost, 
speedily. It is slowly killing him. 
Pray until God delivers him. Pray 


for me that I will always be true and 
humble.—Your sister under the blood, 
Fannie Duncan, evangelist. 





I request the saints to pray for the 
healing of my body as I have been 
sick four weeks with malaria fever. 
The people around say I never will 
get well unless I take medicine, but 
my faith is anchored in the Lord and 
has been for seven years. I know the 
Lord can heal me if it is His will, so 
please pray for me.—Your brother in 
Christ, I. M. Knight, Carbur, Fla. 


I ask special prayer ‘for my boy to 
come home. He left with the M. L. 
Clark show and said he would just go 
to the fair at Barksville and come back 
home. I heard that he had gone On 
with them. I know that God will 
answer prayer if we pray the prayer 
of faith and if there ever was a time 
I wanted the saints to pray it is now. 
I surely don’t want niy boy to go off 
with that show. I am a member of the 
Church of God and have been for four 
years. Today iinds me saved, sancti- 


in Christ, 
Ky. 


Pray for me—A sister 
Florence Broex, Cawood, 





I have a niece who is seriously sick 
in the hospital. She has pellagra and 
is in a dangerous stage. She sent me 
word to have prayer for her. She said 

he was saved. We know the Lord is 
as able to heal as He is to save. Pray 
for her, also for me and my family. 











b'y, I-remain yours truly. 


4 . ; \ 
ny, cs eng ctertiplinltlimenet a et ereneit onan aarti nm ~— eater ee 


There is no Church of God here, I 





fied and fillea with the Holy Ghost. ° 


haven’t been ir. service in a year. Pray 
for my children and husband to be 
saved.—Your sister in Jesus, Georgie 
| Burns, Blachton, Ga. 





My lungs are weak. it seems at 
times that I will just have to give up. 
I am still trusting in God for the 
healing of my body. All who read this 
please pray that God will undertake 
for me. I know the Lord has healed 
me many times and I believe He will 
now. If I have T. B. I know He can 
heal that too. Pray much for me.— 
Your sister in Jesus, Mrs. Fred Mil- 
ler, 349 S. Edith St., Pontiac, Mich. 


Pray tor me to get back to where I 
once was in the Lord and for my hus- 
band and two sons to be reclaimed and 
the rest to be saved. Pray for a way 
to be opened to send my boy to Bible 
School this Fall.—One who loves the 
Lord above everything, Maggie Hick- 
erson. 

One of my neighbors is sick and I 
was telling her about Jesus and how 
He could heal the sick and she asked 
me to write to the Evangel for pray- 
er. She has T. B. Pray for her to be 
healed. She asked that the saints call 
her by name in their prayers. She is 
Mrs. Mary Evans. Pray for my un- 
saved children.—Your sister in Christ, 
Maggie Pinsey. 

Pray for God to send a revival at 
Perry. The people are wicked and 
stand in need of God.—Mrs. M. I. 
Mixon, Perry, Fila. 





Dear brothers and sisters in Jesus, 
having retired so suddenly from an 
active field of labor in gospel work 
to a bed of affliction, I am writing to 
ask your prayers for my speedy re- 
covery. 

I found the harvest field so white 
unto harvest in every direction that 
we would hardly rest night or day. 
We were driving at night. My son lost 
consciousness just long enough to 
guide the car into a ditch. We fell 
over a deep embankment. For the fact 
that it was a new car and steel over 
head, our lives were saved. None of 
the children were hurt which was 
miraculous, but I was deeply bruised 
about my hips. Have been on my 
back ever since, spent several days 
in the hospital, enduring the most 
horrowing pain. Please pray for my 
recovery. 

We can become too much encum- 
bered over any work, this may be the 
reason of my affliction, however, I 
would like to confess all my faults 
and shortcomings before you as I seek 





your sincere prayers for my recovery. 
There has heen a lacking in my mis- 


will preach the dedica- | 
al! | 


und share the | 
. Whittington, | 


the Chureh of } 


Fla. | 





| Gives 





God all The 





S. W. Latimer, General Overseer P 
Given below is a list of churches the indebtedness, that is, with the | raise 
who have gone over the top in the exception of what some local prop- ———- 
se Acid : : erty that we have that we do not CALHOUN, Ga.—The Lord has giv- 
Hebron, N. Dak. Monroe, Va., ‘ }en us the greatest and most wonder- 
Bosworth, Pa. | need could be sold for and placed ful revival that we have had in years 
Quite a few churches have sent | on the debts. at Crane Eater. Brother Smith of 
in what they have collected up to | Rend estate in this town Has been | Rome, Ge. and ae preegs Brother 
date which has been a great help | very dull this year and we have | J. L. Underwood, did the preaching, 
to us on the general indebtedness. not tried to sell this property. | Swenty-one sore filted with the Holy 
I feel sure that all of our churches | The first drive was made by Ghost and nineteen were baptized in 
could have gone over the top if the | Brother Lee and was a success in | W4ler. 
proper interest had been taken and many ways, although all the mem- | [ want to praise God for the way 
if they could know the importance | bers did “wat pay their dollar. If He blessed me. I had been in bed for 
of paying these outstanding debts. all our members in this drive would four months. Brother areata come ty 
I am sure they would have done | be loyal and pay their dollar, I am | ™Y home and prayed for me. The 
| their best. One or two pastors have sure we would not have to call on | rd raised me up and gave me 
| told us they could pay their quota the people to contribute to the gen- strength to be up most of the time, 
| any day. eral indebtedness funds any more, I give God all the praise. I ask all to 
| I‘made the statement in an ar- | for the reason we could sell the | Pry that I may be completely healed, 
| ticle early in the spring that one | property we do not need, therefore, | ™Y children need me 8 much.—A 
| dollar per member would pay all liquidizing all the old debts. sister in Christ, Sallie Black . 
| sionary work in that I have not been ; Feels The Call 
| definite in regard to the Church of Report From The: 
| God. I want to bear all the reproach j 
| of Jesus and I now repent before Him B t le’ F PINEVIEW, Ga. 10 —Dear readers: I 
| for all my failings, confessing my a t e S ront | want to sound a note of praise for my 
faults and seeking your prayers for ls Saviour this morning. He has done 
a! ae. We have just closed a three weeks | so much for me. I want to give a re- 
| a ~~ oare her pardeet revival at Beasleys Chapel near Rip-| Port of the meetings in which I have 
| work, James 1:4. (Taken from RoM. | je, Penn. which began Aug. 4th. W | helped this summer. On July 6 we 
1-5.) Read entire chapter. answered their call and arrived at the | opened fire on the enemy at Shiloh 


| 


We found | | Brother J. W. 





| ; front of the battle Aug. 3rd. We had 
|I was hurrying, dear Lord, too fast service that same night 

Di oF ae the church a little dull but at the | 
| The work to be done was so great tO| sound of the battle ery they soon all | 
| see; 3 ; 


7 


| The field was so white, 
| great, 

| day 
late. 


The 


\ worried and fretted to think I was 


slow, 
I murmured and complained 
noontide glow; 


| iI fought at my conflict and struggled 


in vain, } ed nearly every day to go and pray 

| No help could I find, it continued the | for those who were suffering with 

same. chills. The calls became so numerous 

; to pray for the sick in time of ser- 

Till then you beheld, Oh Father of | vices that we were obliged to organ- 

___ love, : ize a praying band and appoint a 

You saw my complaint from thY | jeader to attend to that matter as the 
throne above; 


betray 


my way. 


the load 
road; 
fall 


she may call.” 


way, 
that day; 
and pain, 


was lain. 


to say, 
life today; 
To a blessed, 


know. 


burning flame 
In my heart by the Holy Ghost 
shed in Jesus’ name; 


hand; 


tient way. 


Coffeeville, Miss. 


To the saints everywhere, 


body 





US 


things for us in that short 


and the meeting was tied down the 
first part of the week but the Lord 
broke thru about the middle of the 
week and then there was weeping, 
praying and repenting, and the glory 
of God came down. This caused much 
rejoicing among the saints for the 
devil’s fortified position was broken. 
There was shouting, messages given 
jin tongues and interpreted, and in 
some of the services we had no room 
nor need for a preacher. God did the 
preaching Himself. There were about 
six saved, four sanctified, four filled 
with the Holy Spirit, some cases of 
divine healing, and seven added to 
the church on Sunday, the 11th, mak- 
ing a total of nine. Our church here 
is located about six miles out from 
Spartanburg, S. C. In and around 
Spartanburg are about 60,000 people 
and when we build our church we 
want to move farther in toward the 
city. This will make it necessary to 
change the name to Spartanburg. 
Where we are is only a mill village. 
We started a drive for funds to buy 
a lot and build a church on Sunday 
night, Aug. 18th, with a very good 
response from our members. We want 








the harvest so 


was fast gone and I was so 


in the 


You heard me speak out in words to 


Thy tender loving hand that guided 


“My child is o’er wrought, is bearing 
And hurries too fast on the long dusty 
Now on her shoulder tribulation must 


That worketh out patience that te me 


Then a shock was felt, a wreck by the 
Her body was bruised as it lay there 
Her voice was then heard in sorrow 


Crushed and bruised on the bed she 


How good is the Lord, she was heard 
Tribulation worketh patience in my 


Patience experience and on I now go 
sweet hope in Jesus to 


No shame to confess Him since hope’s 
is 


And now justified before God I stand 
Impatience all gone, I’m led by His 


Glorying indeed in tribulation’s day, 
It completely hath changed an impa- 


Your sister in Jesus, Pearl Adams, 


I feel 
like poor Lazarus. I am afflicted in 
. Pray a special prayer for me.— 
Your loving brother and friend, Lee 
Swinford, Estill Springs, Tenn., R. 1. 


GOD HATH HELPED 


We started a meeting at Arcadia, 
S. C. August 3rd and ran it until Aug. 
llth, only one week, but God did great 
time, 
whereof we are glad. The devil came 
out against us in full battle array 


as of one accord, 


of King Jesus. The meeting began to 
move on with rapidly increasing in- 
terest from day to day, notwithstand- 
ing we were confronted with much 
sickness in the vicinity of the meet- 
ing. The first two weeks we were call- 


evangelistic service would not be hin- 
dered. Brother A. L. Griffin was ap- 
pointed to take charge of that work. 
He performed his duties with such 
faithfulness and faith in God that by 
the end of the second week scarcely 
a request came in and all the dear 
saints and preachers were at their 
post and fought the enemy like brave 
warriors for King Jesus. I can hardly 
refrain from shouting even now while 
I write. When I close my eyes I can 
see the dear saints all around the al- 
tar, struggling to help penitent souls 
weep their way thru to God. O dear 
ones, how I wish you could have seen 
how blessed that sight was and heard 
the rejoicing of the new born babes 
as they came thru and received the 
witness of the Spirit that their names 
were written in the Lamb’s book of 
life. 

Dear Brother F. F. Graves came to 
our assistance the second week and 
rendered some excellent service in the 
pulpit that week. He was then called 
to Arkansas to begin some meetings 
there. The pastor, Brother Lester 
Beasley, kept his shoulder to tlie 
wheel and stayed in the thickest of 

the fight all the way thru. The writer 
‘| with the assistance of my wife who 
did the reading for me, did the great- 
er portion of the preaching. Convic- 
tion was manifested from the begin- 
ning and continued until the last. One 
received the baptism the first night. 
Two were saved and one baptized with 
the Holy Ghost the last night. In all 
nine were saved, five sanctified, five 
baptized with the Holy Ghost, five 
fo'lowed cur Lord in water baptism 
and five came into the dear old 
Church of God. We observed our 
Lord’s Supper and washed the saints’ 
feet. O what a happy time with shout- 
ing, dancing and talking in tongues. 
We will never forget that happy day 
nor the great kindness shown us by 
dear Brother Griffin and wife and all 
the dear saints who so kindly cared 
for us and provided for all our needs 
while we were there. Our prayers 
shall ever be for all of them. The pas- 
tor and saints at Beasleys Chapel .ear- 
nestly covet the prayers of the dear 
saints everywhere for the little Jambs 
who have become members of their 





to get started on the payments of a 
lot right away. We ask, not only ask, 
but beg all who read this to please 
pray for us, that we will hold up the 


rallied and came rushing to the front, | 


soon stirred and compelled to recede | 


and give place to the advancing hosts | out many wenderiul soul stirring. mes- 


Gospel standard in the church and 
out of the church and 
building of our own in which to wor- 
ship. We are worshipping in a rented 
house at present. The preaching for 
our revival was done by the pastor, 
assisted by Miss Annie Fair Ward, a 
student missionary to Africa. She has 
only one more year in school. Pray 
that God will lead her. 
souls, W. Frank Smith, pastor, Fair 
Forest, S. C., Rt. 1. 


soon get a 


—yYours for 


determined to win | 260d preachers including Brother 
or die on the field. The enemy was | de: wood znd brother Barrick, Mission- 


| 





Chureh of God near Thomasville, Ga. 
Culpepper was in charge 
pada aud the writer in 
charge of the singing with Sister Mary 
Mitchell at the e had several 
Un- 


Oo: the 


piano. W 


ary {rom India, and others who gave 


sages. We had large crowds anda 
good band of workers. God surely did 
biess. Sixteen were baptized with the 
Holy Ghosi, seven added to. the 
Church, and eleven followed the Lord 
in water baptism. We closed on July 
zi, feeling that a great work had been 
dune, Of Course We gave God ‘the 
Bloiy. 

On July 24 the writer began services 

at Beach, Ga. in a community that 
knew not God. Sister Cobb Denard, 
Brother Griflin and the writer did the 
preaching. Sister Mary Mitchell was 
in charge of the music. God surely did 
come to our rescue. The people knew 
nothing about sanctification or the 
Holy Ghost. Under our preaching two 
were saved and sanctified, one receiy- 
ed the Holy Ghost and some were 
still seeking. As this was our first re- 
vival since being called into services 
we know that God set His approval 
on us for we could not have accom- 
plished anything without the aid of the 
Holy Ghost. 
: I am at my home church now help- 
ing conduct a revival but I am look- 
ing forward to the time when I can 
go back into the work of evangelizing 
again. Please pray for me that a way 
will be fixed for me to carry this sal- 
vation that makes us free from sin 
in this lost world. I feel the call to go 
to California and am praying for a 
car in which to take the trip. Also 
please pray for the Lord to heal my 
body. I was inured by a fall but I 
know God can make me whole again.— 
A brother under the blood who needs 
your prayers, W. Cobb Denard. 


Expecting Greater 
Things 





WHITESIDE, Tenn.—We have just 
closed a fifteen nights revival at 
Ladds, Tenn. in which the Lord gave 
the victory. Four were saved, five 
sanctified, two filled with the Holy 
Ghost, four reclaimed, three baptized, 
and one added to the church. Many 
people of Ladds are looking this way. 
We are expecting God to do great 
things for this place, The writer was 
in charge of the meeting, assisted by 


Brother Jeffery and Mulley, also Sis- 


ter Lee of Chattunooga.—T, M. Bas- 
ham. 





Souls Are ‘e Hungry 


ERWIN, oy —We have just clos- 
ed a revival here. Brother Price and 
Brother Lenord, the pastor, worked to- 
gether in the meeting. Both preached, 
This is a good field in which to labor. 
Souls are hungry for God’s Word. The 
meeting closed with twelve saved, 
seven sanctified, two filled with the 
Holy Ghost, seven united with the 
Church and ten baptized in water.— 
Brother Lon Price, evangelist. 








happy band, that they may ever re- 
main faithful and grow in grace and 
knowledge of our Lord and Savior 
Jesus Christ. And be sure not to for- 
get the dear old Baptist preacher who 
got the baptism and came to be with 
the happy bunch in the dear old 


Church of God.—A. A. Carpenter and 
wife. 


REARS OTT 








FALL CAMP MEETING 
Wimauma, Florida 


Beginning Sept. 26th, Continuing thru Oct. 6th. 
R. P. Johnson, Overseer 





LOUISIANA STATE CONVENTION 
Dunn, La., Sept. 27th-29th. 
G. C. Dunn, State Overseer 
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MORE PRAYER 
NEEDED 


BLOUNTSVILLE, Ala.—Dear Evan- 
gel readers: I want to praise the Lord 
for what He is to me. He saved, sanc- 
tified and filled me with the precious 
Holy Ghost nearly fourteen years ago 
and to-day the way seems brighter to 
me than ever before. | have gone thru 
a test but the Lord gave me the vic- 
tory over it. My oldest boy had the 
fever, The people threatened us with 
the law for not having a doctor. All 
three of the children began to have 
chills. We called the saints and pray- 
ed many times. One of the boys chill- 
ed three weeks, the other children 
chilled six weeks but the Lord gave 
the victory. I promised the Lord if He 
would heal them I would testify of it 


in the Evangel where thousands would | 


read it. I thought it might help some- 
one else who iS going thru a_ test. 
Dear. brothers and sisters, it is the 
best to trust the Lord. 

Pray much for the little church here, 
Brother A. G. Herring is our pastor. 
He surely has been faithful this year. 
He surely is a man of God .He feeds 
us on the Word. Pray for me and my 
unsaved husband and children.—Your 
sister under the blood, Bessie Corne- 
lius. 


Where The Lord Is 
There Is Liberty 


KENNEDY, Ala.—I am glad to re 
port that the Kennedy church is still 
growing. Thank God, we have a true, 
happy band of saints here who are in- 
deed willing workers. Brother H. M. 
Taylor is our faithful pastor. We be- 
gan a revival the first Sunday in Au- 
gust. Brother Leland Burroughs was 
in charge. His first discourse was on 
prayer. We began to direct our pray- 
ers unto God at sunrise as David ‘di- 
rected his prayers unto the Lord. We 
were glad to do likewise as the result 
was victory. Where the Spirit of the 
Lord is there is liberty. We had our 
grove meeting which proved a blessing 
to all. Jesus’ presence was with us at 
all times. Brother Burroughs did some 
good preaciing. God blessed him in 
giving out the Word. Thirteen were 
saved, fifteen filled with the Holy 
Ghost, three reclaimed, seven baptized, 
and eight added to the church. 

The meeting closed Sunday at the 
water. We shall never forget this 
meeting. Peopie were heard praying 
miles away. Oh, the joy, shouts, and 
praises that went up to the Lord. The 
Lord poured out His blessings in a 
wonderful way. More people fell under 
the great power of God in this meet- 
ing than in any I ever attended. Je- 
sus has done great things for us. We 
give Him all the glory. Dear saints 
everywhere, my prayer is that God 
will help each one to stay hum- 
ble and obedient that He might do 
greater things in the future. We 
thank the Lord for all the good work- 
ers who came from different places to 
help us.—An humble sister, Gertrude 








WORKED LIKE 
GOOD SOLDIERS 


RED BAY, The dear Lord has 
given a wonderful revival at Oak 
Grove Church of God in Mississippi. 
Eternity alone will reveal the good 
done there. Brother S. V. Grimes did 
the preaching and the Lord had 
charge of the meeting. There was fast- 
ing, praying, weeping, shouting, 
dancing, and talking in tongues under 
the mighty power of the Holy Ghost. 

Old gray-haired men fell in the al- 
tar and cried for mercy. Fathers, 
mothers, girls both young and old be- 
gan to weep their way thru to Cal- 
vary. I do believe the angels of Je- 
hovah were encamped around us for 
the Lord did great things for us 
whereof we are glad. 

It seemed like the heavens bent low. 


Ala.— 





The joys that rang out will never 
be forgotten. Almost all the saints 
| were encouraged and worked like 


soldiers. How they did pray, weep and 
hold on until victory was won. We 
had a wonderful grove meeting each 
evening. 

I don’t know how many were saved 
and sanctified. Five-received the Holy 
Ghost and others were reclaimed. We 
are expecting others to come thru. 
Six came into the church and four 
baptized. After baptizing we met at 
the church and had songs and pray- 
ers, healing and altar service, and ob- 
served the Lord’s Supper and _ feet 
washing. We felt sad to leave so many 
in the altar. We are praying for them, 
We are glad to have the new ones to 
help us. They cleaned up from every- 
thing and marched to the front of the 
battle and began to help rescue the 
lost. They seem to be sincere, stalwart 
Christians. We feel grateful to our 
Lord.—A sister in Christ, Mary Wal- 
lace, Box 282. 





Everyone Seemed Very 
Much Alive 


BLACKSBURG, S. C.—The Rock 
Hill district convention has gone but 
the waves of glory are still sweeping 
their way tnru our souls. They began 
to come down on August 23. On Fri- 
day night the convention opened with 
songs and praises. Brother W. E. 
Raney came forth with great outlines 
on the doctrine of the Church of God. 
I am sure we saw the church 
clearer than ever before. Service Sat- 
urday evening was for the preachers 
only. Brother Raney was in charge of 
this. Some called it a preacher kill- 
ing but I am sure everyone felt more 
alive than ever before. The instruc- 
tion of the Church of God and the 
Assembly was explained. If all the 
state overseers would take as much 
interest in their preachers as Brother 
Raney they would be more in line 
and speak the same thing. Brother 
Raney preached that night. An altar 
call was given and some came thru 
to victory. Sunday morning we had 
Sunday School at 9:30 and then the 
service was turned over to Brother 
J. C. Childers, our district pastor. We 
had some real singing and the power 
fell in a wonderful way. Brother Chil- 
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WAS FAR BEYOND 
WHAT I EXPECTED 


PERSIMMON, Ga- Ga.—Tonight I can 
report victory over sin and the devil. 
I am completely saved from sin and 
the sweet Holy Ghost abides 
1 now. it means much to 


right 
Dear readers, 
know that our hearts and lives are 
pure and free from all stain and the 
Holy Ghost has come in to reign. Je- 
sus said in Matt. 5:8, Blessed are the 
pure in heart, for they shall see God, 
Our hearts must be pure if we ever 
expect to see God. People whose lives 
are blotted with sin, going on profess- 
ing Christianity with their lives cov- 
ered so far as their fellowman can 
need not ever expect to see God 
in that condition. They will have to 
become low and humble at the foot of 
the cross and let the precious blood 
of Jesus wash out every spot and 
wrinkle. Jesus wants a clean and holy 
people, those who have borne their 
cross in the heat of the day; those 
who have suffered the griefs and sor- 
rows for the cause of Christ, denied 
not the teachings of the Bible but 
have stood for it rightly divided. 

If you want to be drawn closer to 
Jesus or if you are in doubt about the 
teachings of the Bible, my advice to 
you is to go to the Chureh of God 
Bible Training School, Cleveland, 
Tenn. Here the Bible is taught in its 
fulness by able men of God. These 
men with love, joy and patience will 
give you what thus saith the Word. 
I am glad that I have been permitted 
to spend one term in this school that 
I have just spoken of, and I can say 
as I have said before, it was far be- 
yond what I had expected. The days 
spent there in school were the 
happiest days of all my life. My heart’s 
desire is to meet again in the dear 
little schoolroom and spend another 
six months in school, studying the 
precious truths that are in the Bible 
for us to know about. All who read 
this letter, please pray for the inter- 


see, 


continue to prosper.—Your sister in 
Christ, Gertrude Kilby. 





trict. He proved he did by giving 
them all a chance to say a few words. 
The Lord blessed every speaker. We 
have some, good sisters. They proved 
this by spreading a fine table full of 
something to eat. Our state overseer 
said this was the best convention he 
was ever in. Pray for us over here on 
the Rock Hill district that we may 
do more for the Lord—yYours in 








est of the school that it may grow and || 





BIBLE SCHOOL 
IS GOOD 


I have been thinking of writing 
about the Bible School for some time 
so I suppose now is the time to write, 
also I promised to. I was privileged 
to be in the schoolroom for ten months 
and that time was as beneficial to me 





in a Biblical way as the literary 
course is to the schoolchild, for I 
learned some things I very much 


needed to know. I believe the mora) 


and spiritual condition of this school 
has the highest attitude of Christian- 
ity and is the most godly of any 
school in the world. The _ spiritual 
singing, praying, testifying and 


preaching, also the lectures by the 
teachers are certainly good. And too 
sometimes some of the ministers visit 
the school and give very much need- 
ed instruction. I think all the young 
people and especially those who are 


preparing for a life in the Gospel 
work, should attend this school if 
possible. 


As truly as Priscilla helped her hus- 
band, Aquila, expound the way of God 
to Apollos, so we need some good in- 
spired women today to help expound 
the way of God to those who are lost. 
After Timothy had been with Paul 
for years, had known the Holy Scrip- 
tures from a child, was ordained 
bishop of Ephesus, then Paul wrote 
him to give himself to reading, to ex- 
hortation, to doctrine. If then the al- 
ready experienced preachers need in- 
struction, how much more do. the 
young aspirants who are called to the 
ministry need instruction. We need 
more preachers on the field. I think 
laying the foundation for Gospel 
work could be considered—making 
everything right, get saved, sanctified 
and baptized with the Holy Ghost and 
fire, then build on the foundation. 
The Bible School is good. I enjoyed 
being there.—An ex-student, J. M. 
Baldree, Linden, Fla. 


REVIVAL WAS VERY 
SUCCESSFUL 


N. CHATANGOGA, Tenn.—We have 
just closed a three weeks revival in 
North Chattanooga with good success. 
Brother J. L. Goins of Christopher, 
Ill. did the preaching. We think this 
was the most successful meeting that 
we have had in two or three years. 
There were between twenty and thir- 
ty saved, some reclaimed, about seven 
sanctified, thirteen added to the 
church and twelve baptized in water. 
The people of North Chattanooga love 
Brother Goins. 

If any of you who read this would 
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MISSISSIPPI NEEDS | 
| YOUR HELP 


GORDO, 
state of 
surely 
ple. I went to Wedgeworth tabernacle 
August 9th and preached until] the 
13th. We had to close on account of 
the rain and other meetings. On the 
llth the McNair string band came. 
We had all day services which was 
enjoyed by all. The next place was 
Brokey Warren’s. Services were held 
two days and nights. I found Sister 
Florence Warren just called to preach. 
They enjoyed the meetings. This is 
near DeKalb. I left them shouting the 
victory. 

The next place was Townsend. We 
had preaching there on Friday night. 
This is a new field for the Church of 
God. A meeting was started at Electric 
Mills and lasted for nine days. We 
had preaching at 10:00 a. m, 3:00 
p.m. and 8:00 p.m. This is a sawmill 
town. The people didn’t know much 
about salvation. The Holy Ghost 
power fell and there was dancing and 
talking in tongues. Some of the sis- 
ters of the Baptist church said, “I 
want you to talk in tongues tomor- 
row.” I said, “Sister, I can’t just 
within myself. That is my spirit talk- 
ing direct to the Father.” They said, 
“We like to hear you talk in tongues.” 
I said, “My sister, if you will go to 
the Lord believing His words are 
true, He can use you for His glory.” 
August 25 was the last night. They 
surely did want me to come back. The 
little children who never did see in- 
side a church house door took inter- 
est in it. They said they were going 
to build a tabernacle. 

At Union, Miss. we, prayed for an 
old man. He was a murderer. He got 
the victory. He went home rejoicing. 
Please remember me when you pray. 
—yYour humble brother for the great 
Church of God, R. J. Aldridge. 


THIS IS A CLEAN 
WAY 


MANSVILLE, Okla.—Dear brothers 
and sisters, I am thanking God this 
evening for His goodness and mercy 
and for a three weeks meeting here 
at Russett, Okla. Brother Johnie 
Moore and Sister Mary Pearce con- 
ducted the meeting. Three were saved, 
two sanctified and one received the 
Holy Ghost. God gave some wonder- 
ful messages. Four were united with 
the Church of God. I have belonged 
to the church only a short time but 
praise God for victory over sin and 
the devil. I have been in the way of 
holiness nine years. I am saved, sanc- 
tified and filled with the Holy Ghost. 
This is a clean way. I take God for 
my healer, my all and all. Pray for 
my children. Three of them _back- 
slid. Brother Rudesill from Ardmore 
took them back into the church. Re 
member me in your prayers. that I 
might do more for the Lord and be 
humble at His feet—A _ sister in 
Christ, Mrs. Sidney Cantrell. 


Ala.—I have 
Mississippi 


been in the 








with us sometime—H. L. Whitting- 





evangelizing. I| 
found some good-hearted peo- 





The Lord Surely 
Did Bless 


AVON PARK, Fla—I praise ihe 
Lord this morning for this wonderful 
way of holiness. I surely thank Him 
because I have vy ictory in my soul and 
because the Lord fixed a way for me 
to be in the Wimauma camp meeting. 
This last camp meeting will always 
be the best to me because the Lord 
saved, sanctified and filled me with 
the sweet Holy Ghost and I will never 
forget how wonderful it was to me. 
It surely was good to be there and 
see the saints dancing and shouting 
under the mighty power of God. 

We have just closed a successful 
revival at the Church of God. It ran 
seven weeks. Sister Lula Jones did 
the preaching and she surely did 
preach some wonderful sermons. She 
was at her best at every service and 
my how the Lord did pour out His 
blessings upon His children. They 
shouted, talked in tongues and fell 
under the mighty power of God. Sis- 
ter Alice Stephens was in charge of 
the singing and the Lord surely did 
bless. She is on fire for God and was 
always at her best in doing her bit 
for the Lord. I will try to give a re- 
port of the meeting the best I can. 
Eight received the Holy Ghost, six 
were sanctified and seventeen came 
into the church. We have a young 
people’s meeting started and a won- 
derful Sunday School so we _ feel 
more like going on with the Lord than 
ever before. Brother W. H. Yates is 
our pastor and he is a wonderful 
man of God. He surely has done good 
in our little town this year and we 
all love him. I want all the saints to 
pray for this place and for me and 
husband that we will always fill our 
little place for God and be ready to 
go when He comes or calls.—Your 
humble sister in Christ, Mrs, F, H. 
Simmons. 


GOD DID BLESS 


WASHINGTON, N. C.—I am sound- 
ing a note of praise for the victory 
gained at the North Carolina state 
camp meeting. Souls were built up in 
the most holy faith and several were 
saved, sanctified, and baptized. The 
Word was surely given out with pow- 
er. Brother John L. Stephens, state 
overseer, was in charge and did most 
of the preaching. 

The weather conditions were a lit- 
tle conflicting, but nevertheless we 
had many to attend. The indebtedness 
of the newly built tabernacle was all 
paid and the tabernacle was dedicat- 
ed to the Lord during the meeting. 
Everyone seemed to be satisfied with 
the business transactions and also the 
spiritual conditions of this meeting. 
Almost everyone has started out for 
another year’s work very much en- 
couraged and satisfied, looking for 
the time when the opportunity shall 
present itself again.—G,. C. Clark, pas- 
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Teaching S. S. An Op- 
portunity for Great 
Reward 





Mrs. Nora Owens 


18 N. B. St., Hamilton, Ohio 

As we are drawing near the close 
of the third quarter of the year in Sun- 
day School work, I feel tne desire to 
say something in regard to Sunday 
School. I feel very much encouraged 
as to the work in general. The reports 
seem to be good from everywhere. 

Now to everyone who wants to do 
something for God, I am sure you can 
not find a more useful place than in 
the Sunday School. I find it as a gen- 
eral thing, hard to get teachers, espe- 
cially for the card classes. I really be- 
lieve that the most effective work we 
can do for the future church is to 
work with the small children as their 
hearts are good grounds for the seed 
to take hold in. I see a great need to 
get the Word engraved in the hearts 
of the children as each year the plans 
and devices of the enemy become more 
numerous. 


In the majority of the homes today 
you will find if left to themselves the 
children will take their dime or 
pennies and buy a Sunday paper and 
stay out of Sunday School. Teaching 
children is a thing that requires pa- 
tience and love for them. I find most 
church members prefer sitting in the 
Bible Class than teaching a class of 
children. Now if we believe in re- 
wards for services here are opportuni- 
ties for great rewards. 


There isn’t very much said about the 
teachers be they good, bad, or indif- 
ferent, but it should be the superin- 
tendent’s first work to see that the 
children have a good teacher who will 
attend regularly and really take an 
interest in his or her class. 

I call this kind of service some of 
the valley service. I don’t think we can 
labor on the mountain top all the time 
without leaving something undone in 
the valley. 


Teachers should be at church on 
time to welcome their pupils, especial- 
ly the new comers. The first Sunday 
is the time to win the child. If they 
like it the first Sunday, they will be 
very apt to come the next. 

I think now would be a good time 
to begin preparing for next quarter’s 
work by asking God if He desires our 
service along that line and begin to 
study our Bibles more. A teacher will 
need to know more about the Scrip- 
tures than he or she will find on the 
cards or in the beginners quarterlies. 
This work requires special anointing 
as well as other branches of service. 
It requires wisdom. I am sure God is 
just as able and willing now to give 
to us as liberally as He ever was. Ask 
and it shall be given. 

In’ a large way the Sunday School 
is helping the children who have no 
Christian training in their homes. We 
should take this work more to our 
hearts for we can never tell when we 
get a child in our class who may 
prove a great worker for God. “Lo, 
children are an heritage of the Lord: 
and the fruit of the womb is his re- 
ward. As arrows are in the hand of a 
mighty man; so are children of the 
youth.” Psa. 127:3, 4. It speaks of 
them as an heritage of the Lord and 
further says they shall speak with the 
enemies in the gate. We are preparing 
future material for the Church of God. 
Let’s be careful how we do it. Every 
year is taking its toll of the old war- 
riors for God and His church and the 
younger are taking their places. I 
praise the Lord for the young preach- 
ers and other workers. I feel sure if 
we could only see to what extent the 
Church of God Sunday School has in- 
fluenced these young people we would 
not feel like we had labored in vain, 
though we never hear our names men- 
tioned in the church. God will not for- 
get His laborers. Let’s take on new 
courage and hold on till He calls us 
to different service. 
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HANKS 
Little James Alvas Hanks, son of 
Mr. and Mrs. Albert Hanks, died at 
his home at 2:20 Tuesday evening. 
James Alvas was one month and 
seventeen days old. He leaves’ to 
mourn a mother, father, five broth- 
ers, one sister and one grandmother. 
Jesus has taken a beautiful bud 
Out from the garden of Love, 
Borne it away to dwell with him 
And bloom in Heaven above. 





M. R. Glover, pastor of Harrisburg, 
Ill. 





DOUGLAS 
On August 8, 1929 the death angel 
visited the home of Brother and Sis- 
ter C. C. Douglas and claimed for its 


| victim their darling baby boy, George 


Townsen Douglas. He was born on 
May 16, 1927. He was two years, two 
months, and twenty-three days of age, 
just a bud on earth to bloom in Heav- 
en. 


He was the only boy of the home 
and they hated to give him up, but 
God saw best to take little George to 
be with Him. He was loved by every- 
one who knew him and was a kind 
affectionate child. His only brother 
went before him to that great Beyond 
two months and two days ago. All was 
done for little George that loving 
hands could do. Many prayers went 
up for him, but God took him home 
where heartaches and pain will never 
come. George was only sick for a few 
days but bore his sickness with pa- 
tience. 

He leaves a father, mother, one 
grandmother, two little sisters, and « 
host of relatives and friends to mourn 
for him. We weep not as tnose who 
have no hope for we expect to meet 
little George again some day. His fu- 
neral was conducted by Brother J. F. 
Mann and his body was laid to rest 
in the Buttler cemetery to await the 
coming of Jesus. 


You have gone to meet little brother, 
Where no tears will ever come, 
And we hope to go there with you 
When this toilsome life is done.—One 

who loved him dearly, Mrs. J. F. 

Mann, Cross City, Fla. Box 201. 

AMOSON 

The death angel came into Mr. and 
Mrs. Dallas Amoson’s home and took 
a jewel home to be with Jesus. Little 
Katherine was about five years old. 
She got burned February 3, 1929 and 
passed out to the Beyond July 22. She 
left a lonely mother, father, two sis- 
ters, three brothers, and other rela- 
tives and friends. 

Little Katherine had to suffer lots 
of pain but she surely did believe in 
prayer. Brother Grimes held the fu- 
neral service at Shum Graveyard. 

A darling dear from us has gone 

To that fair land of joy and song; 

God took her there with Him to rest 

What He may will is always best. 
One who loved her, Charlie White, 
Menden Hall, Miss. 





THOMAS 

Brother James A. Thomas, son of 
Frank and Fannie Thomas, was born 
Jan. 26, 1882 and died Aug. 14. 1929. 
He was married to Miss Minnie Sand- 
ers in September 1902. To this union 
were born five children, of this num- 
ber four survive. 

He and his family were returning 
home after prayer meeting when the 
truck struck a hog on the highway, 
throwing him on the road, bruising 
him badly and breaking his neck. 

He was a member of the’ Baptist 
church for several years and in 1919 
when Brother R. P. Johnson and E. 
W. Williams held a revival at Center 
Hill, Fla. he heard and accepted Holi- 
ness and was added to the Church of 
God. 

He was a kind sweet husband, a 
good, thoughtful and loving father, 
and a quiet, friendly, appreciated 
neighbor. Everyone who knew him 
seemed to love him. His death was 
so sudden it struck us as a mighty 
blow. We know our Father does all 
things well so we say, “Thy will be 
done.” We miss him in service, in 
the home, and everywhere. It seem- 
ed so hard to give him up but we 
look for him with our Lord when He 
descends from Heaven bringing the 
dead in Christ with Him. We believe 
he is with Jesus now. His death 
shook this vicinity. In his death God 
is glorified. His loved ones have our 
sympathy. The funeral was conduct- 
ed by the writer and the body was 
laid to rest in the Linden cemetery.— 
A friend, J. M. Baldree. 





FLOYD 

On Aug. 1, 1929 the death angel 
visited the home of Brother and Sis- 
ter Ellis Floyd and claimed for its 
victim their darling child, little 
Frances Irene. She was born April 
11, 1925. She was four years, three 
months and nineteen days old. She 
had one brother and sister awaiting 
her inside the Pearly Gates to clasp 
her hand. 

She leaves to mourn her departure 
a father, mother, two brothers, one 
sister, and a host of relatives and 
friends. 

Irene suffered but all was done 
for her that could be done. God in 
His grace and mercy saw fit to take 
her home to dwell with Him where 
she will never know a care. May the 


——a _@) ,God of peace dwell with each member 





of her family that they will be as 
King David. She caznot come to me 
but by God’s grace ane faith I will 
go to her. Her body was laid to rest 
in the Fishing Creek cemetery to 
await the Resurrection. May God bless 
the family and all the relatives. 
One by one we must follow, 
‘We must go the narrow way; 
For we know no sin can enter 
In that land of a perfect day. 
Ones who loved her, Annie and 





Modiest Dowdy, Lumber City, Ga. 
em 3s 
SWANGIM 
On August 10, 1929 at the lonely 
hours of midnight the death angel 


visited the home of Mr. and Mrs. John 
Swangim and claimed for its victim 
their precious darling baby girl, age 
one year, seven months, and thirteen 
days. She always met us with a bright 
shining little face. We are lonely 
without her but we weep not as those 
who have no hope. We know if we 
live true to Jesus we can go and see 
little Lavena again some day. Every- 
thing that loving hands could do for 
her was done. Many prayers were sent 
up for her. We all loved her so dear- 
ly but Jesus loved her best and took 
her home to be at rest with Him 
where there will be no more sickness 
nor suffering, but all will be peace 
and happiness forever more. Lavena 
was just a bud on earth to bloom in 
Heaven. She leaves a broken-hearted 
father, mother, two grandmothers, one 
grandfather, and a host of relatives 
and friends. The funeral service was 
conducted by our pastor, Brother C. 
W. Everly and her little body was 
laid to rest in the Yoakun cemetery 
to await the coming of Jesus. 
Blooming in beauty in Heaven is she, 
Blooming for you and for me, 
Follow the Lord tho’ the City be far 
Till our bright blossom we see.— 
Ones who ioved ner, her grandmoth- 
er, Nancy L. Bryant, and her Aunt 
Mary Alice Sears, Speedwell, Tenn. 
MEADE 

An infant daughter of T. J. Meade, 
Joyce Joan Meade, was born April 21 
and died July 31, age three months 
and ten days. 


We had a treasure once, 

She was our joy and pride; 

We loved her oh, perhaps too much, 
For soon she slept and died. 


All is dark within our dwelling, 
Lonely are our hearts today, 
For the One we loved so dearly 
Has forever passed away. -" 


Dearest one, we now must lay thee 
In the peaceful grave’s embrace, 
But thy memory will be cherished 
Till we see thee face to face—Her 
sister, Besste Meade. 





HENDERSON 

On July 24 tne death angel visited 
the home of Brother Robert Hender- 
son and took his darling wife, Sister 
Julia Henderson, age twenty-eight 
years. She was saved, sanctified and 
filled with the Holy Ghost and was a 
true member of the Church of God. 
Sister Henderson was. sick about 
three weeks but stood her suffering 
with patience until the end. Just a 
while before she died she said she was 
ready to go. All was done for her that 
human hands could do, but God saw 
best to take her home. We weep not 
for her because we believe she is 
sweetly resting in the arms of Jesus. 
She leaves to mourn her loss a hus- 
band, three small children, father, 
four brothers, one sister and many 
other relatives and many friends. 

The funerar services were conduct- 
ed by Sister Janie Taylor and her body 
was laid to rest at the Botilder grave- 
yard to await the coming of Jesus. All 
who read this pray for her unsavea 
relatives, also for me that I will stay 
true to Jesus.—-One who loved her 
dearly, a friend, Wilma Aaron, R. 2, 
Leachville, Arx. 





CHANDLER 

On the 30th of Aug. 1929 God sent 
His death angel to pluck a little 
flower from the home of Mr. and Mrs. 
J. W. Chandler of Trion, Ga. He 
chose first little Dear Wood, three 
years of age and on the day following 
the angel returned and claimed little 
Francis to join little sister and the 
angels with the heavenly host up 
there. They are survived by father, 
mother, brothers, sisters and a host 
of good friends and other relatives. 
Sister Chandler is a daughter of our 
beloved Brother and Sister Buckalew. 
Her humble walks of life hath made 
many friends for her in the city of 
Trion. 

The funeral was conducted by 
Brother F. H. Ray, the Methodist pas- 
tor of Trion, Ga., and the little bodies 
were laid away in one coffin at the 
Trion Cemetery. As soon as the grave 
was complete there came a throng of 
friends with armloads of flowers and 
the little mound was soon completely 
covered with tokens of love. These 
will soon wither, fade away and be no 
more, but the blessed thought comes 
to our broken hearts that our little 
babies will bloom on and on and be 
waiting to greet us on the streets of 
glory. 


Just over the river faces I see, 
Fair as the morning, looking this 


way; 
Free from all sorrow, griefs, and de- 

spair, 
Waiting and watching patiently 

there. 


Sweet little babies, light of the home, 
Looking for someone, beckoning 
come; 





Colored Workers Hold 
Successful Camp Meet- 
ing In Norristown, Pa. 


PITTSBURG, Pa.—I want to report 
victory thru the Evangel, and what Je 
sus is to me right now. I praise Him 
because I am saved, sanctified, Holy 
Ghost filled, a member of the Church 
of God and have a determination to 
go thru and see the King some day. 
We praise God for the camp meeting 
in Norristown, Pa. The Lord met with 
us there. Souls were saved, sanctified 
and filled with the Holy Ghost. A 
large number of saints from Elmwood, 
Philadelphia and Norristown attended 
this great camp meeting. I can truth- 
fully say that the Church of God at 
Norristown, Pa. is doing fine under 
the leadership of Elder J. W. Hamil- 
ton. The saints love him and they are 
pleased with him. They have purchas- 
ed a nice church in Norristown costing 
$3,800.00. The colored work in the 
North is moving on. We _ motored 
thru the country to Norristown and 
the Lord took care of us all the way. 
Now we are looking to the Lord for 
a greater feast in Pittsburgh, Pa. 
Elder J. H. Curry, Overseer will be in 
charge. Now in regard to our work 
in Pittsburgh, Pa., the Lord has bless- 
ed us and we have a large work here. 
He has blessed us with a new tent 
30 x 50 which cost us over $350.00 and 
in our Rally He blessed us in raising 
over $352.00 for building funds. We 
give God the glory for all. The demons 
are loose, trying to defeat the chil- 
dren of God, but we expect to make the 
work in the North a blessing to some 
one and if there is any good Church of 
God preachers led to come to Pennsy!l- 
vania and suffer some to build up a 
work, don’t disobey God. Come on and 
put God on trial and see if He won’t 
bless you. The fight is on in Pennsyl- 
vania and we expect to let the devil 
know that the Church of God is right 
and there is nothing else like her. 
Pray for us.—Your brother in Christ, 
Elder G. Byrd, pastor and overseer of 
E. Pa. Colored Work, 2318 Westmar 
St., N. S. 


WE GIVE GOD THE 
GLORY 


ARDMORE, Okla.—To ihe saints 
and loved ones scattered abroad, greet- 
ings: I am praising God because to- 
day finds me still on the Highway of 
Holiness, that no unclean thing has 
ever passed over, somewhere between 
time an eternity with a mind to 
work to make Heaven my home. I left 
Cleveland, Tenn. on June 14. I stop- 
ped at Bald Knob, Ark. and from 
there to Stroud, Okla. where I found a 
few saints striving to make the goal. 
I joined my husband June 19 at Ard- 
more, Okla. where he is trying to fill 
the place of a pastor ‘also district pas- 
tor. The Lord has wonderfully suppli- 
ed our every need since we arrived 
here. He has blessed us with good 
health for which we praise Him. We 
praise Him for the way He is blessing 
the church work. Two have received 
the Holy Ghost since we came. The 
entire church at Ardmore seems to 
have a mind to press onward. The in- 
terest is increasing each service and 
larger crowds attend. We give God the 
glory and not man. We expect the re- 
vival to begin in the near future with 











Bright as the sunbeams, pure as the 
dew, 
Anxiously looking dear friends, for 
you.—M. A. Looney. 





FUTCH : 

On Aug. 29, 1929 the death angel 
visited the home of Sister Edith F. 
Futch of Dover, Fla. and claimed for 
its victim her devoted husband Robert 
D. Futch, age fifty-six years, eight 
months, one week and six days. Broth- 
er Futch’s death was such a shock 
to everybody. Just a few days before 
his death we were speaking of the 
Lord taking His children on to Glory 
when He was ready to call them, with- 
out them suffering so long. He stated 
that he knew the Lord was able and 
that is how he left us. He was not 
sick in bed but wasn’t feeling well 
the day before, but was up. He was 
up on Thursday morning and the end 
came about eignt o’clock. He was sav- 
ed, sanctified and filled with the 
Holy Ghost and about two years ago 
he came in the Church of God at 
Dover, Fla. and remained a_ faithful 
member until His death. We observed 
the Lord’s supper and feet washing 
on Sunday night before the end came 
on Thursday. The Lord so  wonder- 
fully blessed him. We have had the 
pleasure of being entertained in his 
home a number of times and found the 
sweet fellowship, and that Jesus 
dwelt there. We sorrow not as those 
who have no hope for we rest assured 
of getting to see him again. His life 
is a living testimony that he was pre- 
pared. Brother Futch will be greatly 
missed at the Sunday School and 
church for he was willing and ready 
to fill his place. He leaves to mourn 
his death a wife, two sons, a mother, 
three brothers and one sister. 

The funeral was conducted by his 
pastor, Brother M. L. Vaughan, at the 
Mt. Enon Church about four miles 
east of Plant City, Fla. and his body 
laid to rest in the Mt. Enon Cemetery 
to await that great resurrection morn- 
ing. 

Brother Futch, we will miss you, 

Why did you go away? 

Surely the Lord in His goodness 

Will call us to you some day. 

His sister in Christ, Mrs. M. L. 
Vaughn, Dover, Fla. 





The Devil Left 


GROVEOAK, Ala—We surely do 
praise the Lord for the wonderful 
meeting we have just closed, Brother 
Hall, the two Sister Newmans, and 
Brother Wilman were with us. They 
all preached with the power and the 
Holy Ghost was in charge. We had 
piano and tambourine music which 
drove the demons out while the altar 
was full of seekers. The Lord surely 
did bless Brother Hall in giving out 
His Word. The crowds were large and 
the behavior was good. 


I think about fourteen received the 
Holy Ghost, fourteen joined the 
church, and nineteen were baptized in 
water. We were all built up and en- 
couraged to go on and get closer to 
our Lord. We surely enjoyed Brother 
Wilman’s preaching and his stay with 
us. The Sister Newmans worked faith- 
fully in the altar. This was the best 
meeting that ever was in this country. 

The Bible was preached straight and 
clean. Eternity alone will tell the good 
that was done. He filled my oldest boy 
with the Holy Ghost. All ten of my 
children have the Holy Ghost. Father, 
mother, and ten children trust the 
Lord for our bodies. I praise the Lord 
for filling my two oldest grandchil- 
dren with the Holy Ghost. It is won- 
derful what the Lord is doing for this 
large family. The meeting closed Sun- 
day night with the Lord’s Supper and 
feet washing. 

Brother Jimmy Robertson, our pas- 
tor, was at his best. This place was 
surely built up. Please pray for this 
place that each one will be found at 
his post of duty and that we all may 
pay our tithes and stop robbing God 
of His part. If we could see eye to eye 
and speak the same thing, God would 
surely move things at this place. I feel 
Yike the devil would go. I saw him 
leave Sister Harper when she was 
healed. The devil left and the angels 
came, bringing healing in their wings. 
I could feel their presence. We shout- 
ed and danced all over the room.—Ida 
Gillery. 


VICTORY OVER THE 
DEVIL 


PULASKI, Va.—This morning my 
heart is so full of joy that I just have 
to write a few lines to the Evangel. 
We have just closed a wonderful re- 
vival conducted by Brother D. R. 
Moreland and party. They told us 
good-bye Aug. 18. Sorrow filled our 
hearts to know they had to go. Broth- 
er J. O. Eure, evangelist, came on 
Tuesday night to. continue the meet- 
ing two weeks longer, and now he 
has gone. 

We can never tell all the good that 
has been done. We now have a band 
of young people. There is twenty-four 
of us. We mean to keep the devil 
sweating because he did everything 
he could to hinder us in this great 
meeting. While Brother Moreland was 
with us he had to fight against a 
medicine show. It was a free negro 
ministral show. Just as soon as that 
left here came the carnival. It looked 
like the devil and all his relatives 
were there. But in spite of it all, the 
Lord was on the scene and He surely 
did bless. 

This morning I have been reading 
some soul stirring reports of how God 
blesses and how He gives the victory. 
My heart is thrilled with joy and my 
eyes filled with tears for what God 
has done for us in Pulaski. We are ex- 
pecting greater things as we have so 
much more help, about fifty souls dur- 
ing this campaign were brought in. I 
don’t think anyone knows how many 
were sanctified and filled with the 
Holy Ghost. Some were reclaimed. 

Anyone who needs a revival would 
do well to get Brother Moreland and 
party, also Brother Eure. Brother 
Moreland’s wife and daughters render- 
ed some fine music and singing. Sis- 
ter Moreland knows how to work 
around the altar. We are glad they 
came over to Pulaski. 

This morning finds me homsick for 
Heaven. This is a beautiful place to 
live in, but Heaven is greater than 
this. We have a very good Sunday 
School with 126 on roll. We are look- 
ing for the Sunday School to grow 
since everybody is lifted up. Remem- 
ber us at Pulaski in your prayers that 
all of these young people will stand 














Sister Ensenburg and Sister Goldie 
Frunz in charge. Pray that conviction 
will sieze the hearts of these people. 
This has been a place of much seed 
sowing but we feel we are nearing 
the harvesting time. Your sister in 
Christ,—Mrs. F. J. Rudesill, 121 16th 
Ave. N. E. 
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The Louisiana State 
Camp Meeting 


EPPS, La.—The Louisiana state 
camp meeting lasted fifteen days. We 
were waiting for the time to begin 
and were prayee up expecting God to 
wonderfully bless, which He did. Ser- 
vices began August 4. Brothers J. B. 
Cole, from Mississippi, G. C. Dunn, L. 
J. Potts, Ben Robinson, Frank Ains- 





worth, Fowler, Beaube, and _ Sister 
Esther L. Williams preached some 
wonderful sermons. Our first state 


overseer of the Church of God that 
Louisiana ever had, Brother W. A. 
Capshaw, was with us. We enjoyed lis- 
tening to him as he told how he went 
thru so many hardships and how our 
God had delivered him from the hands 
of the enemy. It gave us much courage 
to press the battle as never before. We 
were uplifted and greatly. encouraged 
after attending this meeting. 

One night the Holy Ghost had con- 
trol of our service. We had no preach- 
ing. Sinners began to fall on their 
knees during song service and two r& 
ceived the Holy Ghost and_ several 
were blessed. We thank God for men 
who will tell us what He requires of 
us. 

On Sunday we all gathered at the 
water’s edge for baptizing. Brother 
Dunn delivered a wonderful sermon 
on water baptism and put special 
stress on the necessity of the baptism 
of the Holy Ghost and fire. Sunday 
night by request Brother Dunn ex- 
plained 1 Cor. 12. From this chapter 
with other scriptures he plainly show- 
ed what the gift of tongues was and 
also what it was not. 

Meeting closed with the altar full 
of seekers. During this meeting five 
were filled with the Holy Ghost, five 
baptized in water, five added to the 
church, and quite a number saved and 
sanctified. Pray for us at Epps as we 
are just children in the Lord and we 
need your prayers— Humbly thy 
brother, Joseph M. Standifer, clerk & 
Treas. 





true and the older folks that have 
gotten saved may never turn back.— 
Your little brother in Jesus, J. A. San- 
ders, Box 1102. 


A Suffering Job 


OF THE 


Twentieth Century 
By 
Joseph J. Schuknecht 

The author, having suffered con- 
stantly for over twenty-seven years 
has learned from and thru) many 
sources to know that this old 
world is full of trouble, toil, sick- 
ness, pain and care. 

This is a very interesting story 
with some helpful themes and com- 
forting passages of Scripture for 
the afflicted. 














Only $1.00 Each 


Order Of 
CHURCH OF GOD PUB. HOUSE 
Cleveland, Tennessee 














SIGNS 


Coming Lord 


By 
W. R. Anderson 

This book has been donated to 
the Orphanage, and contains fifty- 
four pages of valuable information, 
Only 25 cents each; $2.50 per doz- 
en. Order of Church of God Pub- 
lishing House, Cleveland, Tenn. 








From The 


GAMBLING DEN 


To The 


PULPIT 


Only a few left. Please order 
from this House. The pricé of this 
book has been reduced to 40 cents 


each, or $3.60 per dozen. 
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By John C. Jernigan. 


This is the first book of its kind put out by a Church 
of God minister. We believe it to be a good book. It is a nice 
book of four hundred pages, cloth bound, $2.00 each. 


Order of Church of God Publishing House, 
Cleveland, Tennessee 
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